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[57] ABSTRACT 

The invention is a dispenser for use with aerosol formu¬ 
lations for inhalation therapy. The dispenser is small, 
conveniently carried, and features means to prevent 
unintended actuation of the aerosol canister and means 
to prevent dust and dirt from entering the dispenser 
during storage. 
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